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HARYANA GOVT GAZ ., JUNE 16 , 1987 (JYST. 26 , 1909 SAKA) 


[ PART I 


IRRIGATION DEPARTMENT 


The 28th April 30th May, 1987 


No. 315 /50 -L /Drg .-- Whereas it appears to the Governor of Haryana tbat land specified below is 
Deed 

by the Government, at public expense , namely, for construction of Aurangpur Link Drain 
from R. D. 2500 to R. D. 9000 in village Silada , Tehsil Jhajjar, District, Rohtak . 

It is hereby notified that the land in the locality described below is required for of the above 
purpose . 


This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 , for 
information of all to whom it may concern . 


In exercise of the powers conferred by the aforesaid section , the Governor of Haryana hereby authorises 
officers of the Irrigation Department with their servants and workmen for the time being engaged in the 
undertaking, to enter upon and survey the land in the locality and do all other acts required or permitted 
by that section . 


Any person interested who has any objection to the acquisition of any land in the locality may, 
within a period of thirty days of the publication of this notification , file objection in writing before 
the District Revenue Officer-cum - Land Acquisition Collector , Rohtak . 

Plans of the land may be inspected in the office of the District Revenue Officer -cum - Land Acquisition 
Collector , Rohtak and Executive Engineer, Jhajjar Drainage Division , Jhajjar. 


SPECIFICATION 


District 


Tehsil 


Village 


Hadbast 

No. 


Area in 
acres 


Direction 


Rect. No. 


Killa Nos. 


A strip of "land measuring 6500 feet in lengh 
and varying in width lying generally in the 
direction from South to North West , 


Rohtak 


Jhajjar Silana 


259 


5.74 


9 


15/1, 15/2 , 16 , 25/1, 25/2 


24 


5 


32 


1/1 , 10/2 


57 


11, 12/1, 12/2 , 13 , 18 


58 6 


G. M. 185 , 202 


Rand 
Total 


Index Plan and 


As shown 

on the 
demarcated at site . 


5.74 


By the order of the Governor of Haryana , 


O , P. GUPTA , 


Superintending Engineer, 


Drainage Circle , Rohtak . 


